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SOCIETY AFFAIRS 

ILLINOIS SECTION 

The fifth meeting of the Illinois Section, corresponding to the 
twelfth meeting of the Illinois Water Supply Association; was held 
at the University of Illinois, Urbana, March 13-14, 1917. Prof. 
C. R. Richards, Dean of the College of Engineering of the Univer- 
sity of Illinois, welcomed the members to the University. 

President Paul Hansen delivered the presidential address on the 
subject, "What the Illinois Section has done and can do." The 
Secretary's report showed that there are now 137 active members 
residing within the State of Illinois. This is a decided increase 
over the 117 in June, 1915, and 55 in 1913, before the Section was 
formed. The normal is not yet reached, for at the time of the last 
convention of the Illinois Water Supply Association it had 162 ac- 
tive members residing in Illinois. It is perhaps more difficult to per- 
suade new members to join now that it is necessary to pay an initia- 
tion fee of five dollars. It is hoped, that the increase in membership 
may continue. The Second Illinois Drainage Conference was held 
on March 13, 14, and 15. There was no attempt to have joint 
sessions, with the exception of the annual banquet. Members of 
the two organizations were left free to attend the meetings of either 
organization. 

The Treasurer's report showed that the expenses of the Section 
had been held well within the limits allowed by the general society. 
The statement concerning the expenses will be found in the report 
of the Treasurer of the general society. 

Invitations to hold meetings at Springfield, Peoria, and Evanston 
were received, but the place of holding the next meeting was left 
to the Executive Committee. 

Resolutions were adopted expressing the sympathy of the Sec- 
tion to one of the principal speakers, Edmund T. Perkins, because 
of the recent death of his wife. The following letter was sent to Mr. 
Perkins: 
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The members of the Illinois Section of the American Water Works Asso- 
ciation at the ninth annual meeting held on March 13, have learned with 
deep concern of your recent bereavement and have instructed the under- 
signed as a committee to convey to you the sympathy of the members 
individually and collectively in your great loss. 

F. H. Newell, 
John W. Alvokd, 
Jacob A. Harmon. 

Papers were presented at the five sessions of the meeting as follows: 

"Operation of Municipal Combined Electric Power and Water- 
works," W. J. Spaulding. Discussion by Kohn, Hansen, Bartow, 
and March. 

"Seeking Better Insurance Classification for Small Cities," C. M. 
Roos. Discussion by Ringness, Spaulding, and Kennicott. 

"Experience with Meters at Elgin," C. L. Kohn. Round-table 
discussion "Meter-department Operation," Ringness, Craven, Spauld- 
ing, Lautz, and Brower. 

"Some Costs of Maintenance of Motor-driven Deep-well Pumps," 
M. L. Enger. Discussion by Maury, Havermeyer, and Strasser. 

"Ultra-violet Rays, Advantages and Disadvantages in the Purifica- 
tion of Drinking Water" (illustrated), Dr. R. R. Spencer, Assistant 
Surgeon, United States Public Health Service, Chicago. Discussion 
by Jennings, Smith, and Bartow. 

"Water Supply as Affected by Regulation," W. A. Shaw. 

"Relation of the Railroad to the City Waterworks Plant," C. R. 
Knowles. Discussion by Leisen, Hansen, Spaulding, MacDonald, 
and Ely. 

Round-table discussion "The Value and Relation of Laboratory 
Control to the Operation of Water-purification Plants," Gelston, 
Fritze, Dutton, Ely, and 0. M. Smith. 

"Public Utilities and Public Health," H. E. Barnard, State Food 
and Drug Commissioner, Indianapolis, Indiana. Discussion by 
Spaulding, Bartow, Henderson, Hansen, Leisen, and Strasser. 

"A Municipal Waterworks Constructed and Operated Solely for 
Industrial Service," C. L. James (by title). 

"Proposed Reorganization of the Illinois State Board of Health," 
Dr. C. St. Clair Drake (read in his absence by Paul Hansen). Dis- 
cussion by Bartow, Hansen, Alvord, Spaulding, Kohn, Greeley, 
and Craven. 
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"Flow Measurement in a Collecting Gallery by the Chemical 
Method," Donald H. Maxwell. Discussion by Alvord, Hansen, 
Bartow, and Spaulding. 

"Sterilization by Liquid Chlorine and Hypochlorite of Lime," M. 
S. Dutton. 

"Some Tests on Motor-driven Deep-well Pumps," Ira S. Fisk 
and P. S. Biegler, Electrical Engineering Department, University of 
Illinois. 

"Treatment of Public Water Supplies from Lake Michigan," S. A. 
Greeley. Discussion by Brower. 

"Increasing a Water Supply," (illustrated), H. M. Ely. 

"Some Typical Railway Waterworks Installations," (illustrated), C. 
R. Knowles. 

"Illustrations of the Denver Union Water Company's Property," 
W. W, DeBerard. (A Supplement to the paper presented in 1915; 
see Vol. 2, p. 442.) 

Luncheon was served each day at the University Club. Visits 
were made to the new laboratories of the State Water Survey, the 
newly installed pressure niters at the swimming pool in the Men's 
Gymnasium, the new deep well constructed for the University of Illi- 
nois by Layne and Bowler, the pumping station and iron-removal 
plant of the Champaign and Urbana Water Company, and the sew- 
age-experiment station where experiments with activated sludge are 
being carried on by the State Water Survey. 

At the annual dinner, which was held with the Second Annual Illi- 
nois Drainage Conference, Theodore Leisen, General Superintendent 
of the Board of Water Commissioners, Detroit, Michigan, delivered 
the principal address. Owing to unavoidable absence of the other 
speakers, Edmund T. Perkins, who was unable to be present be- 
cause of the recent death of his wife, and Dr. Edmund J. James, 
President of the University of Illinois, who was detained by an 
important meeting of the University trustees, Capt. B. W. Bene- 
dict, a member of the faculty of the University of Illinois, gave an 
interesting description of the experiences of the University Battery 
on the Mexican border during the summer, and the toastmaster, 
Paul Hansen, called for a large number of three- minute speeches. 

The members attended the review of the University brigade of 
2400 men. The brigade has two regiments, two full bands, engineer 
corps, hospital corps, signal corps, and a regular battery of artillery. 

Officers for the ensuing year were elected as follows: Chairman: 
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E. MacDonald, Superintendent Water Company, Lincoln; Vice- 
Chairman: W. W. DeBerard, Western Editor, Engineering News- 
Record; Treasurer: H. E. Keeler, President, Rogers Park Water 
Company; Trustee: L. A. Fritze, Chemist and Superintendent of 
Filtration, Moline Water Department, Moline. The hold-over 
Trustees are F. C. Amsbary and W. E. Lautz. Edward Bartow 
was reelected Secretary. 

NEW YORK SECTION 

A meeting was held at Hotel Astor, New York, on February 21, 
1917, at which 99 members and guests were present. The section 
chairman, Allen Hazen, presided. Brief statements on the Asso- 
ciation's affairs were made by President Metcalf and Secretary 
Diven. The secretary of the section, Wm. W. Brush, submitted 
a report showing an increase of 40 in the membership of the section 
during the year; the section now has 258 'active members, 45 asso- 
ciate members and 14 corporate members. The total receipts 
during the year were $337.30, of which the Association contributed 
$59.20, and the expenditures were $329.20. George A. Johnson 
was elected a member of the governing board for five years, to suc- 
ceed Robert E. Milligan. The officers of the section are: Chairman, 
Allen Hazen; Secretary and Treasurer, Wm. W. Brush; Govern- 
ing Committee, Allen Hazen, Henry deF. Baldwin, Morris R. 
Sherrerd, Wm. W. Brush and George A. Johnson. 

A paper on "Service Pipes" was presented by F. N. Speller and 
discussed by W. P. Mason, R. E. Milligan and the author. It was 
illustrated by lantern slides and moving pictures. A paper on "The 
Rusting of Pipe in Service," illustrated by lantern slides, was pre- 
sented by Harry Y. Carson. 

FOUR STATE SECTION 

The annual meeting was held at the Bellevue-Stratford Hotel, 
Philadelphia, on April 18, 1917, with the chairman of the Section, 
Carlston E. Davis, in the chair. In the absence of Mayor Smith, 
the members and guests were welcomed by John C. Trautwine, Jr. 
Mayor Ellis, of Camden, N. J., made an address on Water-Works 
Preparedness. A paper on "The Service Charge; How Constituted," 
was read by J. N. Chester and brought out an unusually animated 
discussion. 
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J. W. Ledoux was re-elected a member of the executive committee. 
The officers of the section for the current year are: Chairman, 
Carleton E. Davis; Vice-Chairmen, E. M. Hoopes, A. M. Quick and 
L. Van Gilder; Secretary-Treasurer, Chas. R. Wood; Executive 
Committee, J. W. Ledoux, N. E. Bartlett, Wm. H. Boardman, John 
C. Trautwine, Jr., and Henry D. Brown. 

OBITUARY 

William H. Bloom, Williamsport, Pa., died January, 1917. 
Lyman E. Cooley, Chicago, 111., died February 10, 1917. 
Robert M. Kellogg, Brooklyn, N. Y., died April 1, 1917. 
Alexander MacCullum, Philadelphia, Pa., died February 3, 1917. 
W. F. McCue, Denver, Colo., died December 27, 1916. 

NEW MEMBERS 

Active 

Allen, Hugh L., Superintendent, Water and Light Commission, 
Greenville, N. C. 

Andrews, George C, Water Commissioner, Buffalo, N. Y. 

Barr, Dr. William M., Consulting Chemist, Omaha, Neb. 

Bernhagen, Lewis 0., Chemist and Superintendent of Filtration, 
Minneapolis, Minn. 

Blomquist, H. F., City Engineer, Mankato, Minn. 

Bruce, T. E., Superintendent Water Company, Tupper Lake, 
N.Y. 

Childs, J. A., Engineer, State Board of Health, St. Paul, Minn. 

Chipley, Dudley, Engineer and Superintendent of Water Works, 
Columbus, Ohio. 

Darrow, George P., Accountant, Bureau of Water, Philadelphia, 
Pa. 

Day, Leonard A., Chief Engineer, Operating Section, Water 
Department, St. Louis, Mo. 

Harding, C. T., Superintendent of Water and Light Works, 
Virginia, Minn. 

Harmon, Jacob A., Consulting Engineer, Peoria, 111. 

Johnston, William J., Superintendent Water Works, Marquette, 
Mich. 

Keliher, Timothy, Superintendent Water Company, Williamsport, 
Pa. 
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Kirkpatrick, Earl T., Chief Chemist and Bacteriologist, Des 
Moines, Iowa. 

Lee, H. R., City Chemist, Decatur, 111. 

Maxwell, Donald H., Assistant Engineer with Alvord & Burdick, 
Chicago, 111. 

Mohler, B. M., Chemist, State Board of Health, Minneapolis, 
Minn. 

Newell, C. W., Service Foreman of Maintenance, Minneapolis 
Water Department, Minneapolis, Minn. 

Newell, F. H., Consulting Engineer, Urbana, 111. 

Newhall, William G., Assistant Superintendent, Portland Water 
District, Portland, Me. 

O'Meara, Robert J., Assistant Engineer, Department of Water 
Supply, New York, N. Y. 

Pedroso, Dr. Alex. M., Sao Paulo, Brazil. 

Perrow, Dr. M. G., Lynchburg, Va. 

Powers, Jerome, Civil Engineer, Elizabeth, N. J. 

Rowan, J. J., Superintendent Water and Light Works, Hibbing, 
Minn; 

VanDeusen, W. P., Assistant Chemist, Water Department, 
Minneapolis, Minn. 

Wallace, Robert B., Water Works Trustee, Council Bluffs, Iowa. 

Wilhelm, E. G., Secretary and Treasurer, Williamsport Water 
Company, Williamsport, Pa. 

Corporate 

Marion Water Company, Marion, Ohio. 
Sidney Water Works Company, Sidney, Ohio. 

Associate 

Maritimo Coating Corporation, 1733 Grand Central Terminal, 
New York, N. Y. 

Schramm and Son, Chris. D., 308 North Fourth Street, Phila- 
delphia, Pa. 

Stewarts and Lloyds, 41 Oswald Street, Glasgow, Scotland. 

CHANGES OF ADDRESS 

Members are requested to notify the Secretary promptly of any 
changes in addresses. 



